MODEL NO. 


APPLICATION 


PRIMARY 

IMPEDANCE 


SECONDARY 

IMPEDANCE 


FREQUENCY 

RESPONSE 


MAXIMUM 

LEVEL 


NOTES 


AP2164 


Input 

(Bridging) 




600 a 


20 to 30kHz 
±0.3d8 


+ 20dBm 




AP2503-1 
AP2503 -2 


Output 

(Amplifier 

to Line) 


75 -T- 


75*0:1)* 

300a(1:2)* 

600*0:3)* 




30 to 20kHz 
±0.5dB 


+30dBm 


Electrically 
identical, trans- 
formers differ 
only in mechani- 
cal details 


AP2622 


Input 

(Mic Preamp) 






30 to 20kHz 
±0.5dB 


OdBm 




AP2623-1 
AP2623- 2 
AP2623 - 3 
AP2623- 4 


Output 
(Amplifier 
to Line) 


75.a 




30 to 20kHz 
±0.5dB 


B 


Electrically 
identical, trans- 
formers differ 
only in mechani- 
cal details 



•Minimum Load Impedances 



AP2164 





HOLE REQO 




AP2503-1 



B DIA (2) 




AP2503-2 




SUPPLIED WITH SHIELD 




3 




































AP2622 




MAX 




nn 








